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1„ The organization of the Progrecul Shipyard at Brailita is as follows i: 
Director 


-Deputy Director 

Technical Director 

Dead of Comravnist Part.y Bureau 

Foundry 

Machine Sfeiops 

Carpentry 

Patterns 

Boiler i'^akinfr. 

Finance 

Stores 

Monthly Production 

Economical 

Commercial 

Draughting 

Vvork allocation and 
Pro due ti on Sup oi*vi s i on 

Maintenance of Liachinery and 
Buildings 


:L\SSinCATtON Sfi( 


Gheor^che Bunea* 
Constantin Daicu.., i 
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Belinslcy, an engineer o 
A certain Bratuo 

Si derakes Mikhalakes,^, an engineer® 
Ciceron Gorunescu» a mechenicc 
Dnkiio''.vn 
Dnkno\7n 

Ghoorghe Muatijann 
■Gheorghe Tai-taouta* 

Anastasiu Kucuta® 

Alfons V'Jaisiaan# a devj« 

User Cohn,, a Jew« 

I« Sabo, I 
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MMl. 

AIR 


Egri, an engineer* 

A certain Diculcea* 

A certain Paulsanu^ 
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1 lanning 
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Gheorgh® i*ana* 


£40 Th© nvmbBt of iaborors ran^^ed from 2|.300 to 2.500c* clerical staff 

amoiaited to 500 600 o 

Work ms carried out day and night in shifts of ©Ight V.ourso 

c* Wages of worlonen ranged frcxa 19 to 30 lei pex* hour^ salaries of 
clerical staff frc^ 4#000 to 16,000 lei per months 

Raw Materia la 

Sheet metal the Hesita factories® 

Machinery, spare parts and tools from the Kalarca factories in Bucharest and 
Stalin (formerly Brasov )i. 

Ox;^^g0n from rioesti* 


Timber from Moldavia a 

The origin of the coal, iron, stool and bronsa used ms not JmoYm« 

4 « Produotlon 

About five- railroad taiikei’s were produced per months ■•heir capacity ranged 
from IG to 15 tons* 

be % to May 1950 20 tugs of 200 to 250 horsepower had been comploted® 

*fhe huli'?^ of these vessels wore built by the Viitorul Shipyard; 
machinery was installed at the frogreaul Shipyard* ‘These tups ueual3,y 
referred to as Frontier Guard tugs (Salupe Granicerestrl ), wevre built at 
the x’oquest of the Rvsnanien ^avy, and were handed over to the Soviets^ 

o® During the first six moiaths of 1950, fix^e metal lighters of 1,000 tons each 
xver© launched on behalf of the Soviets* The Soviets then placed an 
order for 10 more lighters to be cccipleted dixr ing 1950* 

d«. Forty te fifty metal obseivation towers, about fifteen meters high v/ere 
built for the Frontier Guards* 

©0 In August* 1949 conatructicn started on oil crilXs for the Prahova 

oil Helds e la the period August 1949 «• November 1950, 40 drills were 
produced* By the latter date the output had been aegustsd to fom* drills 
per months Electric motors for the drills wars obtained f*r<*Ta the lAFt Works 
a.t Stalin (formerly Brasov)^ 

-f . 1 , Since early 1950 th© shipyard had been producing metal drainage pipes for 
the t^mavoda « hako Tasaul projoct^, The pipes had a length of fiv© 
meters, >* diameter of 0*30 meters and a metel triicloies^ of four to five 
millimetf^rso The quantity produced was not knoim^ 
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